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After  30  seconds  of  inactivity,  it  will  begin  to  shut  down. 
To  restart  from  sleep  mode,  press  “Start”  or  “ON/OFF  button. 

To  end  the  “Try  me”  mode,  remove  the  “Try  me”  pull  tab 
in  the  back  of  the  unit. 


BATTERY  INSTALLATION 


FCC  STATEMENT 


mmmMm 

••: 

mMj*.  'yyy&*<p&* 
•  .raewas 


Licensed  By: 

Ms.  PAC-MAN™  & 

©2018  BANDAI  NAMCO  Entertainment  Inc. 
Basic  Fun,  Inc.  301  Yamato  Rd.  Suite  2112, 
Boca  Raton,  FL  33431,  USA 
MADE  IN  CHINA 
CAN  ICES-3(B)/NMB-3(B) 


WARNING!  Not  suitable  for  children  under  3  due  to  small  parts. 

The  colors  and  decorations  of  products  enclosed  may  sometimes  vary  from  the  pictures  on  the  packaging.  Please  retain  this  package  for  future  reference. 


